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ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO /018W 

020547 

R 052130Z MAR 76 
FM AMEMBASSY OTTAWA 
TO SECSTATE WASHDC 9045 

CONFIDENTIAL OTTAWA 0929 

E.O. 11652: GDS 
TTAGS: ASEC 

SUBJ: ACR SURVEY AND ADDITIONAL SY/T ASSISTANCE, OTTAWA 
REF: WSB, A/SY/T MEMO DATED 3/1/76 

1 . EMBASSY WELCOMES YOUR PROPOSED VISIT TO OTTAWA AND MON- 
TREAL. LATEST INFORMATION CONCERNING THE CONGEN'S SCHEDULED 
MOVE IS LATE OR EARL YB MAY. YOU WILL BE ADVISED OF THE 
DEFINITEDATE AS SOON AS IT BECOMES KNOWN. MOST OF THE RE- 
COMMENDED PHYSICAL SECURITY RECOMMENDATIONS FOR MONTREAL ARE 
CONTAINED IN OTTAWA 4243 DATED NOV. 13, 1975 AND HANREHAN'S 
MEMO TO MS. CLARKK OF DEC. 9, 1975. MANY OF THESE RECOMMEN- 
DATIONS ARE DEPENDENT ON THE POSSIBLE ESTABLISHMENT OF A MSG 
DETACHMENT THERE. ONE ITEM NOT INCLUDED IN HANREHAN'S MEMO 

IS 3/8 " LEXGARD OVER ALL COUNTER AREAS. 

2. THE PROPOSED ACR FOR THE CHANCERY IS STILL DESIRED BY 

THE AMBASSADOR. THE SUGGESTED LOCATION OF THE PARENT ROOM 
IS OFFICE 202 WHICH IS PRESENTLY OCCUPIED BY HIS SECRETARIES 
AND IS ADJACENT TO THE AMBASSADOR'S OFFICE. IT IS 
12' X 18' WITH APPROXIMATELY 12' SEILING. IT IS ON THE 
FRONT SIDE OF THE CHANCERY AND HAS ONE WINDOW. FROM 
OUR CONVERSATION, THIS PARENT ROOM SHOULD ACCOMODATE 
A 9 X12' ACR WHICH WE BELIEVE WILL BE OF SUFFICIENT 
SIZE. 

3. IN CONNECTION WITH YOUR VISIT, LISTED BELOW ARE 
SEVERAL ITEMS WHICH REQUIRE YOUR ASSISTANCE IN OTTAWA: 
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ADJUST OR REPAIR OUTSIDE CCTV 
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RELOCATE LOBBY CCTV 

INSTALL CCTV FOR CONSULAR SECTION 

INSTALL 70-R PANIC ALARM LOCK AT DAO 

INSTALL MEDECO CYLINDER AT DAO 

INSTALL LCN DOOR CLOSER IN B&F 

INSTALL ELECTRIC DOOR LOCK ON FRONT DOOR OF 
CHANCERY. 

REPAIR MALFUNCTIONING OMNI-SPECTRA AT DAO 

4. EXCEPT FOR THE CCTV AND THE ELECTRIC LOCK. ALL ITEMS 
HAVE BEEN ORDERED AND RECEIVED BY THE RSO.LENDERS 

CONFIDENTIAL 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 05 MAR 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: BoyleJA 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976OTTAWA00929 

Document Source: CORE 
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